STS-1 LAUNCH - E.T TANK CAMERA - ABC NEWS 
AUDIO 


https:/Awww.youtube.com/watch?v=Pd47PXzG624 (https:/Awww.youtube.com/watch?v=Pd47PXzG624 





Uploaded by DANNOTCH'S NEWSVIDEOS 
(https://www.youtube.com/channel/UC7XOLKts7k4FT498Id_x5sq) on Wed May 12 2021. 


From Sunday, April 12th, 1981 - E.T tank camera and ABC NEWS sound of the STS-1 Launch. 


minutes before the 7:00:03 A.M E.T launch 


e Crew: Commander: John Young 
Polit: Bob Crippen 


00:00:00 (https:/Awww.youtube.com/watch?v=Pd47PXzG624) 


that's a blast of cooling water frank uh that protects the minus counting recorders solid rocket engines t- 
minus 35 seconds away from switching to the redundancy sequencer start t minus 20 seconds and counting 
t minus 15 14 13 t minus 10 9 8 7 6 5 4 we've gone for main engine start we have baby go unbelievable and 
they're on their back just parking straight up into the sky what an unbelievable sight i didn't think anything 
could match an apollo roger 


00:02:05 (https:/Awww.youtube.com/watch ?v=Pd47PXzG624&t=125s 





the trail of fumes you see is from those solid rocket boosters about a minute they're through the maximum uh 
maximum aerodynamic pressure now to go back to 100 they've actually throttled back a little bit to get 
through the maximum pressure on the vehicle and now they've gone back to full throttle and everything looks 
to be perfectly perfect perfectly normal american thunder in the skies roger columbia on the nice ride you're 
laughing a little bit so you'll probably be slightly isolating 1 minute 45 seconds coming up on godot all right 
they're cleared to get rid of the srbs two minutes four seconds standing by for srb step confirmation and too 
hard to use ejection seats but not even needing them there it is both of them are gone and now they'll come 
down mark two minutes colombia is now steering for its precise winter in space for main engine nautical 
miles cut-off mark uh two minutes 50 seconds you're looking a little hot all your calls will be a little early 
columbia has two engines 


00:04:11 (https:/Awww.youtube.com/watch?v=Pd47PXzG624&t=251s 





and that's over 5000 miles an hour already jules mark uh three minutes 15 seconds columbia now 51 
nautical miles in altitude 66 nautical miles downrange velocity now reading 6500 feet per second mark uh 
three minutes 30 seconds columbia now 55 nautical miles altitude 78 nautical miles downrange mark 340 
seconds standing by for a return status check and mission control by flight director neil hutchinson columbia 
governor greene to continue everything fine so far solid rocket boosters have fallen columbia continues flying 
forward coming up on return they're not coming can no longer turn around and return to the launch site so 
fast 


END 


